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The original Midway First Ward Chapel dedicated in 1914. When the new chapel 
was built years later this portion was incorporated in the new building. 


commenced at the quarry the following day. The building is 38 by 62 
ft. by 20 ft. high from the bottom of the basement to the square. A 
beautiful tower 13 by 1314 ft. built on the front is 51 ft. high. It was 
completed about 1908 and dedicated February 8, 1914 by President 
Joseph R. Murdock. 

At a special meeting May 7, 1906 attended by Apostles Hyrum M. 
Smith and Charles W. Penrose, the Midway 1st Ward was reorganized 
with the following officers: 

Henry T. Coleman, Bishop; John U. Buhler, Ist Counselor, and 
William L. Van Wagoner, 2nd Counselor. 

The ward clerks 1903 to 1913 were Charles E. Bronson and Simon 
Sheldon Epperson. ; 

June 5, 1910 John U. Buhler was released as Ist Counselor and 
William L. Van Wagoner was sustained as 1st Counselor and William 
W. Wilson, 2nd Counselor. 

At a special conference held October 26, 1913 presided over by 
Apostle James E. Talmage the ward was reorganized with the following 
officers: 

John Van Wagoner, Bishop, Alfred L. Alder, 1st Counselor, Frede- 
rick Kohler, 2nd Counselor, and James T. Pyper, Clerk. 

The ward was reorganized November 28, 1926 with Apostle Rich- 
ard R. Lyman in attendance. The following officers were sustained: 


